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BILL NO. 63317087 d 
SPECIAL ORDINANCE NO. S- EH a 27 4 % 
AN ORDINANCE approving the awarding 
of Reference #5009 Бу the City of 
Fort Wayne, Indiana, by and through 
its Department of Purchasing and 
BAXTER SCIENTIFIC for the Citv of 
Fort Wavne Water Filtration Plant. 
NOW, THEREFORE, BE IT ORDAINED BV THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA; 
SECTION 1. That Reference 45009 between the Citv of 
Fort Wavne, bv and through its Department of Purchasing 
and BAXTER SCIENTIFIC for the Citv of Fort Wavne Water 
Filtration Plant, respectfully for: 
the purchase of autoclave and balance 
equipment for the City of Fort Wayne 
Water Filtration Plant; 
involving a total cost of Forty-Three Thousand Four 
Hundred Eighty and no/100 Dollars ($43,480.00), all as 
more particularly set forth in said Reference 45009 which 
is on file in the Office of the Department of Purchasing, 
and is by reference incorporated herein, made a part 
hereof, and is hereby in all things ratified, confirmed 
and approved. 
SECTION 2. That this Ordinance shall be in full 


force and effect from and after its passage and any and 


all necessary approval by the Mayor. 





APPROVED AS TO FORM 
AND LEGALITY 


J. TimothycMcOaulay, Cit ttorney 





REF NO. s 
DEPT. : 
DATE: 


ITEM/SERV. : 


PURCHASING INFORMATION 
ADVERTISED BID: 

DATES ADVERTISED: 

OPENING DATE: 

WRITTEN QUOTE: 

DUE DATE: 

VERBAL QUOTE: 

SINGLE SOURCE: 

NO. OF VENDORS NOTIFIED: 

NO. OF VENDORS RECEIVING BID: 
NO. OF VENDORS RETURNING BID: 
NO. QF VENDORS DISQUALIFIED: 
NO. OF VENDORS NOT RESPONDING s 
DATE SENT TO DEPT. FOR RECOMM. « 
DATE RECOMM. REC'D IN РЦКОН.: 
COUNCIL INFORMATION 

DATE INFOR SENT TO LAW ПЕРТ.: 
INTRODUCTION DATE:: 

DISCUSSION DATE: 

PASSAGE DATE: 


ORDINANCE NO. š 


5009 
5 RIVERS FILTRATION 
8/13/91 


AUTOCLAVE & BALANCE EQUIF 


YES 
6/3/91 & 6/10/91 


6/27/91 


о 
= 
9/7/91 


8/8/91 


8/8/91 
8/13/91 
8/20/91 


8/27/91 


AMOUNT APPROVED AND/OR SPENT LAST YEAR: 


(IF APPLICABLE) 


QUOTES RECEIVED FOR BID REFERENCE 5009 
PREPARED 8/7/91 


ITEM BAXTER CMS VWR FISHER 
AUTOCLAVE $34,500 $36,888 $36,700 $NO QUOTE 
DATALOGGER $INCL. $INCL. $NO QUOTE $NO QUOTE 
BALANCE (2) $3995/EA $NO QUOTE $NO QUOTE $4495/EA 
PRINTER (2) $ 495/EA $NO QUOTE $NO QUOTE $NO QUOTE 
TOTAL FOR 

AUTOCLAVE EQUIP. $34,500 $36,888 $36,700 NO QUOTE 
BAXTER RECOMMENDED DUE TO LOW BID AND COMPLETE UNIT WAS BID. 
TOTAL FOR 

BALANCE EQUIP. $8,980 NO QUOTE NO QUOTE $8,990 


BAXTER RECOMMENDED DUE TO LOW BID AND COMPLETE UNIT WAS BID. 





Read th 
seconċed by 
title and refefrea to the Committea on 
City Plan Commission for recommendation) 
due legal notice, at the Council Conf 


Fort Wayne, Indiana, on 
of 









DATED: ala =Z 


SANDRA E. 










full and on motion b 
r and duly adopted, placed on 




















z by tne following voto: 5 
4 AYES NAYS ABSTAINED 
TOTAL VOTES £ È 
BRADBURY — 
BURNS ae 
EDMONDS. > — 
GiaOUINTA TE : 
HENRY š <> 
Re eur n reu ds Сасы тас ЗБЕ: — жет. 
TALARICO — : 
DATED: KAT. < É < 
SANDRA E. KENNEDY, CITY СІРІ 
Passed and adopted by the Common Council of the City of Fort Wayne, 
' Indiana, as (ANNEXA PROP? ENERSL) 
(SPECZAL) (ZONZNG- MAP) ORDINANCE: 


RESOLUTION NO. of RA -?/ 
2 оссо Fl- 
ТКИ 
oa Bo v 
PRESIDING OFF ER mA 
; Presented by me to.the Mayor of the Ci 


; -the e£ day o£: 
at the hour of c ec o'clock m š QRIB Jn. 
; ie See 


en tal-kant 


SANDRA E. KENNEDY, . CITY CLERK 


: Approved and Signed by me this WA лал қат aay ot Сыры 
19 8 at the hour of | ор o'clo À š 


on the с>) IA dav of 






ATTEST 


SANDRA E. KENNEDY, CITY CLERK 


tv of Fort Wavne, Indiana, on 


r 197, 








“M. ES P; 


JA 


=) 
? : i PAUL HELMKE, MAYOR 








DIGEST SHEET 


TITLE OF ORDINANCE: SFECTAL 
DEPARTMENT REQUESTING ORDINANCE: PURCHASING 


SVSNOFSIS OF ORDINANCE: AN ORDINANCE APPROVING THE AWARD OF 
REF. NO. 5009 FOR THE PURCHASE OF AUTOCLAVE & BALANCE EQUIP. FOR 
THE FILTRATION PLANT. THE COST REFLECTS THE LOWEST AND MOST 
RESFONSIVE OF (4) VENDORS. 


IF NOT LOWEST, WHO WAS AND WHY WERE THEY NOT AWARDED: 


EFFECT OF FASSAGE: THE PURCHASE OF LAB EQUIPMENT TO REPLACE 
OBSOLETE UNIT NECESSARY FOR SAFE DRINKING WATER AND EPA 
REQUIREMENTS TO HAVE EQUIPMENT IN PLACE AND WORKING BY AUGUST 30, 
1991. 


IF REPLACEMENT, WHAT NECESSITATES: Krone 


EFFECT OF NON-FASSAĠE: THE DRINKING WATER WILL NOT BE SAFE AND 
THE CITY OF FORT WAYNE WOULD BE IN VIOLATION OF EFA REQUIREMENTS 
BY LAW. 


PRIOR APPROVAL REQUESTED: YES DATE: 8/13/91 
MONTES INVOLVED: BAXTER SCIENTIFIC *43,480.00 
PRICE AGREEMENT: NO 

PURCHASE ORDER: YES 

ACCOUNT INFORMATION: FILTRATION PLANT 


513-5235-В101-4453 
513-523-М101-4453 


PRIOR APPROVAL. s DATE: 
(IF APPLICABLE) 


BILL NO. $-91-08-16 
REPORT OF THE COMMITTEE ON CITY UTILITIES 
PAUL M. BURNS, CHAIRMAN 


CHARLES B. REDD, VICE CHAIRMAN 
EDMONDS, LONG, SCHMIDT 








WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 


REFERRED AN (ORDINANCE) (RESGBOTEGON) approving the awarding 
of Reference #5009 by the City of Fort Wayne; Indiana, by and 


through its Department of Purchasing and BAXTER SCIENTIFIC for 
the City of Fort Wayne Water Filtration Plant 








HAVE HAD SAID (ORDINANCE) (RESGENEXGN) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 
(ORDINANCE)  (RESEEETIEN) 


DO NOT PASS ' ABSTAIN NO REC 





|) 





DATED: Ç 27-9) 


Sandra Е. Kennedy 
City Clerk 


